Fresenius’ Zeitschrift fiir 


Analytische Chemie 


Herausgegeben von WV. Fresenius 


unter Mitwirkung der Fachgruppe 
Analytische Chemie der Gesellschaft 
Deutscher Chemiker 


vertreten durch 
H.Bode H.Kienitz H.Specker G.Tolg 


International Editorial Board 


D.Betteridge J.T.Clerc A.Dijkstra 
H. Malissa E.Pungor Yu.A. Zolotov 


Band 298 - 1979 


Springer-Verlag Berlin: Heidelberg -New York 
J.F.Bergmann Munchen 


The exclusive copyright for all languages and countries, including the right for 
photomechanical and any other reproductions, also in microform, is transferred to the 
publisher. 


The use in this journal of registered or trade names, trademarks etc. without special 
acknowledgement does not imply that such names, as defined by the relevant protection 
laws, may be regarded as unprotected and thus free for general use. 


Alle Rechte, einschlieRlich das der Ubersetzung in fremde Sprachen und das der 
fotomechanischen Wiedergabe, auch in Mikroform, oder einer sonstigen Vervielfalti- 
gung, vorbehalten. Jedoch wird gewerblichen Unternehmen fur den innerbetrieblichen 
Gebrauch nach Maf&gabe des zwischen dem Borsenverein des Deutschen Buchhandels 
e.V. und dem Bundesverband der Deutschen Industrie abgeschlossenen Rahmenab- 
kommens die Anfeitigung einer fotomechanischen Vervielfaltigung gestattet. Wenn fur 
diese Zeitschrift kein Pauschalabkommen mit dem Verlag vereinbart worden ist, ist eine 
Wertmarke im Betrage von DMO,40 pro Seite zu verwenden. Der Verlag /abt diese 
Betrage den Autorenverbanden zuflieBen. 


Die Wiedergabe von Gebrauchsnamen, Handelsnamen, Warenbezeichnungen usw. in 
dieser Zeitschrift berechtigt auch ohne besondere Kennzeichnung nicht zu der Annah- 
me, dafg solche Namen im Sinne der Warenzeichen- und Markenschutz-Gesetzgebung 
als frei zu betrachten waren und daher von jedermann benutzt werden durften. 
Springer Verlag - Berlin - Heidelberg - New York 

Printed in Germany by Wiesbadener Graphische Betriebe GmbH, Wiesbaden 


© by Springer-Verlag Berlin - Heidelberg 1979 


Inhalt/Contents 


SSS 


Band 298 Heft 1 1979 


erschienen/published September 1979 


OIE Eee SS 


Originalabhandlungen 


L. Sipos, J. Golimowski, P. Valenta, 
H.W. Nurnberg 


Neues voltammetrisches Verfahren zur simultanen Bestimmung 
von Kupfer und Quecksilber in Umweltmaterial (in Englisch) 


E. Hoffmann, Ch. Ludke 


Neues Quecksilber-Spektrometer zur Messung von 
Quecksilberdampf in Luft 


G. Blazevic, M. Boehner, E. Scheubeck 


Kontinuierliche und automatische Erfassung der Konzentration 
an gasformigen anorganischen Fluor- und Chlorverbindungen 
mit Hilfe ionensensitiver Elektroden 


M.R.Smyth, J.G.Osteryoung, P.G. Rowley, 
S.J. Weininger 


Analyse von N-Nitrosoverbindungen in Kuhlflussigkeiten, die 
bei der Metallbearbeitung verwendet werden (in Englisch) 


D.Grunenberg, W.Loose, K.-H. Koch 


MeBwertverarbeitung in der chemischen Analytik durch ein 
Datenverarbeitungssystem 


P. Schramel, J. Ovcar-Pavlu 


Abhangigkeit des Mesignals von der Saurekonzentration der 
Probe bei der |CP-Emissionsspektralanalyse 


G. Gidaly, R. Kellner 


Quantitative IR-ATR-Spektrometrie ohne Eichkurven. |. 
Schichtdickenbestimmung 


G. Franke, W. Pietrulla, K. Preufner 


Quantitative Bestimmung von Paraquat in Urin und Serum 
durch Differential-Puls-Polarographie 


Kurze Mitteilungen 


H. Ballczo, R. Mauterer 
Quantitative Mikrobestimmung von Chlorid 


R. Jain, D. D. Agarwal, R.N. Goyal 

Schnelle dlunnschicht-chromatographische Trennung einiger 
nahe verwandter antidiabetischer Guanylpyrazolnitrate (in 
Englisch) 


P. Hoeltzenbein, G. Bohn, G. Rucker 

Abtrennung von Barbitursaurederivaten und Phenytoin aus 
Harn als schwerlosliche Quecksilber-Verbindungen zur gas- 
chromatographischen Analyse 


23 


28 


32 


38 


43 


44 


45 


Original Papers 


L. Sipos, J. Golimowski, P. Valenta, 
H.W. Nurnberg 


New Voltammetric Procedure for the Simultaneous 
Determination of Copper and Mercury in Environmental 
Samples 


E. Hoffmann, Ch. Ludke 


New Mercury Spectrometer for the Measurement of Mercury 
Vapour in Air (in German) 


G. Blazevié, M. Boehner, E. Scheubeck 


Continuous and Automatic Detection of the Concentration of 
Gaseous Inorganic Fluorine- and Chlorine-Compounds Using 
lon-Sensitive Electrodes (in German) 


M.R.Smyth, J.G.Osteryoung, P.G. Rowley, 
S.J. Weininger 


Analysis of N-Nitroso Compounds Encountered in Metal- 
Working Coolant Fluids 


D.Grunenberg, W.Loose, K.-H. Koch 


Processing of Measured Data in Chemical Analysis by means 
of a Data Processing System (in German) 


P.Schramel, J. Ovcar-Pavlu 


Dependence of the Signal from a Plasma Excitation Source of 
Various Acid Concentrations of the Sample Solution (in 
German) 


G. Gidaly, R. Kellner 


Quantitative IR-ATR-Spectrometry without Calibration Curves. 
|. Determination of Layer Thickness (in German) 


G. Franke, W. Pietrulla, K. PreuRner 


Quantitative Determination of Paraquat in Urine and Serum by 
Differential Pulse Polarography (in German) 


Short Communications 


H. Ballczo, R. Mauterer 
Quantitative Microdetermination of Chloride (in German) 


R. Jain, D.D. Agarwal, R.N. Goyal 


Rapid T.L.C. Separation of Some Closely Related Potential 
Antidiabetic Guanylpyrazole Nitrates 


P. Hoeltzenbein, G. Bohn, G. Rucker 

Isolation of Barbiturates and Phenytoin from Urine Samples as 
Insoluble Mercury Compounds for Gas-Chromatographic 
Analysis (in German) 


Inhalt/Contents 


IV 

S.Z. Qureshi, S. Anwar 46 S.Z.Qureshi, S. Anwar 

Selektiver Nachweis von Fructose und Saccharose mit 1- Selective Detection of Fructose and Sucrose by Means of 1- 
Chlor-2,4-dinitrobenzol und lonenaustauscherharz (in Chloro-2,4-dinitrobenzene and lon-Exchange Resin 
Englisch) 

D.Saur 47 D.Saur 

Zur Verbesserung der Meftechnik bei der differentiellen Optimalization of the Measuring Technique in Differential 
Pulspolarographie (in Englisch) Pulse Polarography 

Berichtigung 48 Erratum 

Band 298 Heft 2/3 1979 erschienen/published September 1979 
Originalabhandlungen Original Papers 

P. Cleij, A. Dijkstra 97 P.Cleij, A. Dijkstra 


Anwendung der Informationstheorie in der qualitativen Analyse 
(in Englisch) 


H. Puxbaum 


Probenahme von atembaren und lungengangigen 
Staubimmissionen zur »Integrierten Staubanalyse« 


D. Sommer, K. Ohls 


Spurenanalyse mit der flammenlosen AAS unter Verwendung 
fester Proben 


D. Saur 


Differentielle Faradaysche Gleichrichtungspolarographie (in 
Englisch) 


A. Dencks, R. Neeb 


Ansprechzeitkurven an ionenselektiven 
Festkorpermembranelektroden bei schnellen 
Konzentrationsanderungen in stromenden Losungen. Zur 
Anwendung von Modellvorstellungen an einem 
experimentellen Beispiel 


M.M. Guedes da Mota, D. Bax, A. Eijgenraam, 
B. Griepink 


Vereinfachte polarographische Bestimmung von gelostem 
Cd(Il) im Bereich von 107 '°M (in Englisch) 


K. Ohta, M. Suzuki 


Bestimmung von Blei in Wassern durch Atomabsorptions- 
Spektrometrie mit elektrothermischer Atomisierung (in 
Englisch) 


A. Drescher, R. Kucharkowski 


Zur Genauigkeit der Vanadiumbestimmung durch volumetrische 
und coulometrische Titration. Vanadiumbestimmung in 
Silicovanadium 


E. Asmus (tf), U. Kossmann, W. Ortlepp 


Fluorone — Reagentien fur die photometrische Analyse. 
Photometrische Kupferbestimmung 


110 


123 


128 


131 


136 


140 


144 


150 


Information Theory Applied to Qualitative Analysis 


H. Puxbaum 


Sampling of Respirable and Lung Penetrating Atmospheric 
Particles for ‘Integrated Dust Analysis” (in German) 


D. Sommer, K. Ohls 


Trace Analysis by Non-Flame Atomic Absorption Spectrometry 
Using Compact Samples (in German) 


D. Saur 
Differential Faradaic Rectification Polarography (DFRP) 


A. Dencks, R. Neeb 


Response Time Curves of Solid-State Membrane Electrodes 
under Fast Changes of Concentration in Streaming Solutions. 
On the Application of Model Theories to an Experimental 
Example (in German) 


M.M. Guedes da Mota, D. Bax, A. Eijgenraam, 
B. Griepink 


A Simplified Polarographic Determination of Dissolved Cd(II) 
at the 10-'°M Level 


K. Ohta, M. Suzuki 


Determination of Lead in Waters by Atomic Absorption 
Spectrometry with Electrothermal Atomization 


A. Drescher, R. Kucharkowski 


Accuracy of the Determination of Vanadium by Volumetric and 
Coulometric Titration in Silicovanadium (in German) 


E. Asmus (t), U. Kossmann, W. Ortlepp 


Fluorones — Reagents for Photometric Analysis. Photometric 
Determination of Copper (in German) 


Inhalt/Contents 


Kurze Mitteilungen 


H. F. R. Reijnders, J. J. van Staden, B. Griepink 


Titrimetrie im Durchflu&system. IV. Bestimmung der Alkalitat 
von Umweltmaterial (in Englisch) 


H. F. R. Reijnders, J. J. van Staden, B. Griepink 


Diskontinuierliche photometrische Bestimmung von Sulfat in 
Wasser (in Englisch) 


M.N. Beg, F.A. Siddiqi, M. Arshad, R. Shyam, 
M. M. Beg 


Untersuchungen mit einer Pergament-Kobalt(I1) phosphat- 
Membran zur moglichen Verwendung fur eine Phosphat- 
ionenselektive Elektrode (in Englisch) 


B. J. Desai, V. M. Shinde 

Isonitrosodibenzoylmethan als Extraktionsmittel und 
colorimetrisches Reagens fur Palladium und Ruthenium (in 
Englisch) 

S. Arpadjan, |. Alexandrowa 


Uber die Spurenelementbestimmung (Pb, Bi, Cu, Zn, Ag) in 
Reinstzinn mit Hilfe der Flammen-Atomabsorptions- 
Spektralphotometrie 


N. Rukmini, V.S.N. P. Kavitha 


Direkte oxidimetrische Bestimmung von Indigo mit Vanadat (in 
Englisch) 


D.N. Purohit, Nizamuddin, J. S. Noriega Rodriguez 


Spektralphotometrische Bestimmung von Ruthenium(II1) mit 
3-Hydroxy-3-(p-dimethyl-aminophenyl)-1-phenyltriazen (in 
Englisch) 


P. G. Ramappa, H. Sanke Gowda, A. N. Nayak 


Schnelle spektralphotometrische Bestimmung von 
Phenothiazinen mit Silicowolframsaure (in Englisch) 


155 


156 


157 


158 


159 


159 


160 


160 


Short Communications 


H. F. R. Reijnders, J. J. van Staden, B. Griepink 


Titrimetry in Continuous Flow Systems. IV. Determination of 
the Alkalinity of Environmental Samples 


H. F. R. Reijnders, J. J. van Staden, B. Griepink 


Batchwise Photometric Determination of Sulphate in Water 
Samples 


M.N. Beg, F. A. Siddigi, M. Arshad, R. Shyam, 
M.M. Beg 


Studies with Parchment Supported Cobalt(Il) Phosphate 
Membrane for Potential Use for a Phosphate lon-Selective 
Electrode 

B. J. Desai, V. M. Shinde 


lsonitrosodibenzoylmethane as an Extractant and Colorimetric 
Reagent for Palladium and Ruthenium 


S. Arpadjan, |. Alexandrowa 


On the Determination of Traces of Elements (Pb, Bi, Cu, Zn, 
Ag) in High-Purity Tin by means of Flame Atomic-Absorption 
Spectrophotometry (in German) 


N. Rukmini, V.S.N. P. Kavitha 
Direct Oxidimetric Determination of Indigo with Vanadate 


D.N. Purohit, Nizamuddin, J. S. Noriega Rodriguez 


Spectrophotometric Determination of Ruthenium(III) with 3- 
Hydroxy -3-(p-dimethyl-aminophenyl) -1-phenyltriazene 


P. G. Ramappa, H. Sanke Gowda, A. N. Nayak 


Rapid Spectrophotometric Determination of Phenothiazines 
with Silicotungstic Acid 


SS I LS 


Band 298 Heft 4 1979 


erschienen/published Oktober 1979 


ee sss EE 


Originalabhandlungen 


P. Roumeliotis, K. K. Unger, G. Tesarek, E. Muhlberg 
Optimierung des Phasensystems bei der Analyse von 
polycyclischen Aromaten (PNA) aus Abgasen von 
Dieselmotoren durch Hochdruck- Flussig- Chromatographie 
(HPLC) (in Englisch) 


H. Puxbaum 


Thermo-Gasanalysator zur Charakterisierung von Kohlenstoff- 
und Schwefelverbindungen in luftgetragenen Stauben 


M. Oehme, W. Lund 

Vergleich von Aufschlu&verfahren fur die Bestimmung von 
Schwermetallen (Cd, Cu, Pb) in Blut durch Anodic Stripping 
Voltammetrie (in Englisch) 


H. Ballczo, R. Mauterer 

Zerstorungsfreie Ultramikroanalyse archaologischer Fundstucke. 
|. Gesamtanalyse eines Abstriches antiker Metallartefakten (ca. 
100 ug). B. Bronze 


241 


250 


260 


269 


Original Papers 


P. Roumeliotis, K. K. Unger, G. Tesarek, E. Mihlberg 


Optimization of the Phase System in the Analysis of 
Polynuclear Aromatics (PNA) from Diesel Engine Exhaust by 
High Performance Liquid Chromatography (HPLC) 


H. Puxbaum 


Thermo Gas-Analyzer for the Characterization of Carbonaceous 
and Sulphurous Compounds in Atmospheric Particles (in 
German) 


M. Oehme, W. Lund 


Comparison of Digestion Procedures for the Determination of 
Heavy Metais (Cd, Cu, Pb) in Blood by Anodic Stripping 
Voltammetry 


H. Baliczo, R. Mauterer 

Non-Destructive Ultramicroanalysis of Archaeological Objects. 
|. Complete Analysis of Streak Samples of Antique Metal 
Artifacts (ca. 100 1g). B. Bronze (in German) 


Vi Inhalt/Contents 


ee ee eee eee ee ——_—_—_—_=_ 


Band 298 (Schlu&-)Heft 5 1979 erschienen/published Oktober 1979 


SSS SSS SSS SSS SS 


Fortschrittsbericht 


D. Jahr, P. Binnemann 337 D. Jahr, P. Binnemann 

Einsatzmoglichkeiten fur Massenspektrometrie bei der Application of Mass Spectrometry in the Control of Food and 

Uberwachung von Lebensmitteln und Bedarfsgegenstanden. II. Consumer Articles. II. (in German) 

Originalabhandlungen Original Papers 

B. Bogdoll, W. Bohme, H. Engelhardt, |. Halasz 349 B.Bogdoll, W. Bohme, H. Engelhardt, |. Halasz 

Perfluoralkane als Eluenten in der Flussigkeits- Perfluoroalkanes as Eluents in Liquid Chromatography (in 

Chromatographie German) ; 

K. G. Heumann, H.-P. Schiefer 358 K.G.Heumann, H.-P. Schiefer 

Titrimetrische Bestimmung von Kryptanden und Kryptaten (in Titrimetric Determinations of Cryptands and Cryptates 

Englisch) 

T. Maeda, K. Kimura, T. Shono 363 T. Maeda, K. Kimura, T. Shono 

Losungsmittelextraktion von Silber- und Thalliumpikraten mit Solvent Extraction of Silver and Thallium Picrates with Poly- 

Poly- und Bis-Kronenethern (in Englisch) and Bis-(Crown Ether)s 

M.D. Sastry, M. K. Bhide, K. Savitri, Y. Babu, 367 M.D. Sastry, M. K. Bhide, K. Savitri, Y. Babu, 

B. D. Joshi B. D. Joshi 

Untersuchung von aus Uran abgetrenntem Samarium, Electrothermal AAS Studies of Sm, Eu, Dy, and Er Separated 

Europium, Dysprosium und Erbium durch elektrothermische from Uranium 

Atomabsorptions-Spektralphotometrie (in Englisch) 

P. Burba, K. H. Lieser 373 P.Burba, K. H. Lieser 

Abtrennung von Uran aus naturlichen Wassern mit dem Separation of Uranium from Natural Waters by means of the 

Celluloseaustauscher Hyphan Cellulose Exchanger Hyphan (in German) 

K. H. Lieser, S. Quandt, B. Gleitsmann 378 K.H.Lieser, S. Quandt, B. Gleitsmann 

Abtrennung von Schwermetallen aus naturlichen Wassern an Separation of Heavy Metals from Natural Waters Using 

anorganischen Sorbentien (TiO>, ZrO>, Al,03) Inorganic Sorbents (TiO,, ZrO, Al,O3) (in German) 

H. Ballczo, M. Sager 382 H. Ballczo, M. Sager 

Direkte potentiometrische storungsfreie Fluoridbestimmung in Direct Potentiometric Determination of Fluoride in Mineral, 

Mineral-, Trink- und Brauchwassern Drinking and Industrial Waters without Interferences (in 
German) 

M. Sager 389 M. Sager 

Rascher Nachweis von Fluorid neben Phosphat in Losungen, Rapid Detection of Fluoride in the Presence of Phosphate in 

Suspensionen und Pulvern durch direkte Farbreaktion Solutions, Suspensions and Powders by Direct Colour 
Reaction (in German) 

M. Sager 393 M. Sager 

Potentiometrische Bestimmung von Fluorid in Festkorpern Potentiometric Determination of Fluoride in Solids (in German) 

D. Chakraborti, F. Adams 397 D.Chakraborti, F. Adams 

Potentiometrische Bestimmung von Sulfat in Dungemitteln mit Potentiometric Determination of Sulphate in Fertilisers with 

Hilfe der Cadmiumsulfid- Membranelektrode (in Englisch) Cadmium Sulphide Membrane Electrode 

R. Plesch 400 R. Plesch 


Analytische Eigenschaften des Druckaufschlusses organischer 
Substanzen 


Review 


Analytical Properties of the Pressure Digestion Method for 
Organic Substances (in German) 


Inhalt/Contents 


B. Schreiber, H. R. Linder 


Programmgesteuertes Gerat zum Nafaufschlu& organischer 
Substanzen 


S.S.Mirvish, J. P. Sams, S. D. Arnold 


Spektralphotometrisches Verfahren zur Bestimmung von 
Harnstoffen, angewendet auf Nitrosoharnstoffe, 
Nitrosocyanamide sowie ein Cyanamid (in Englisch) 


K. 1. Lekowa, N. H. Popowa, W. M. Petrowa, 


§.1. Takewa, N. D. Djankowa 


Quantitative gas-chromatographische Bestimmung von 
Acetophenonrestmengen in Mannichbase 


D. Geiseler 


Numerische Auswertung chronometrischer Gerinnungsanalysen 
von Humanplasma 


404 


408 


411 


414 


VII 


B. Schreiber, H. R. Linder 


Apparatus for the Programmed Wet Decomposition of Organic 
Samples (in German) 


S.S.Mirvish, J. P. Sams, S. D. Arnold 


Spectrophotometric Method for Determining Ureas Applied to 
Nitrosoureas, Nitrosocyanamides and a Cyanamide 


K. |. Lekowa, N. H. Popowa, W. M. Petrowa, 
S.1. Takewa, N. D. Djankowa 


Quantitative Gas-Chromatographic Determination of Residual 
Acetophenone in Mannich Base (in German) 


D. Geiseler 


Numerical Evaluation of Chronometric Human Plasma 
Coagulation Tests (in German) 


VIII 


Neue Biicher 


Referate 
1 Allgemeine Analytische Chemie 

1.1 Grundlagen, Methoden, Apparate, 
Reagentien, Automation, 
Datenverarbeitung 

1.2 Anorganische Analyse 
(Elemente, Isotopen, lonen, 
Komplexverbindungen) 

1.3 Organische Analyse 
(Elementaranalyse, Funktionelle 
Gruppen, Verbindungen, Struktur- 
analyse) 


2 Spezielle Produkte und Anwendungs- 
gebiete 
2.1 Anorganische industrielle Produkte 
(Metalle, Reaktormaterial, Salze, 
Oxide, Halbleiter, Glas, Keramik, 
Baustoffe, technische Lésungen u. a.) 


2.2 Organische industrielle Produkte 
(Kohle, Erd6él, petrochemische 
Produkte, Kunststoffe, Textilien, 
Farbstoffe, Waschmittel, Zwischen- 
stoffe, Papier, Leder, Gummi u. a.) 


2.3 Gesteine, Mineralien, Boden 


2.4 Umweltrelevante Matrices 
(Luft, Gase, Abgase, Wasser, 
Abwasser, Mull u. a.) 

2.5 Landwirtschaftlich-technische 
Produkte 
(Dungemittel, Pflanzen, Futtermittel, 
Holz u. a.) 

2.6 Lebensmittel 
(Getreide, Hackfriichte, Olsaat, Obst, 
Gemiise, tierische Produkte, Ge- 
wurze, Zusatzstoffe, Getranke u. a.; 
Tabak und Tabakerzeugnisse) 


2.7 Schadlingsbekampfungsmittel 


2.8 Pharmazeutische Produkte und 
Kosmetica 


3 Biochemische und klinische Analyse 
(Allgemeines, Elemente, einfache 
Korperstoffe, Aminosduren, Peptide, 
Proteine, Nucleinsauren, Lipide, 
Steroide, Hormone, Enzyme u. a.; 
Drogen, sonstige Gifte) 


Namenverzeichnis 
Sachverzeichnis 


Neue Gerate und Chemikalien 
am SchluB der Hefte 


pages 
49 


ile Ue, 27S 


Se) WT, PASS) 


190 


201, 298 


205 


209 


O59 21299 


69 


73, 214, 303 


ANG, SOS 
WS), ENA 


82, 221, 318 


417 
431 


Springer-Verlag, Berlin Heidelberg New York 


J. F. Bergmann, Miinchen 


Inhalt/Contents 


New Books 


Abstracts 
1 General Analytical Chemistry 
1.1 Fundamentals, Methods, Apparatus, 
Reagents, Automation, Data 
Processing 
1.2 Inorganic Analysis 
(Elements, isotopes, ions, complex 
compounds) 
1.3 Organic Analysis 
(Elements, functional groups, 
compounds, structural analysis) 


Particular Products and Fields 

of Application 

2.1 Inorganic Industrial Products 
(Metals, reactor materials, salts, 
oxides, semiconductors, glass, 
ceramics, building materials, 
industrial solutions etc.) 

2.2 Organic Industrial Products 
(Coal, petroleum, petrochemical 
products, plastics, textiles, dyes, 
detergents, intermediate products, 
paper, leather, rubber etc.) 


2.3 Rocks, Minerals, Soils 


ine) 


2.4 Environmental Matrices 
(Air, gases, waste gases, water, 
waste water, solid wastes etc.) 
2.5 Agricultural-Technical Products 
(Fertilizers, plants, feeding-stuffs, 
wood etc.) 


2.6 Foods 
(Cereals, root crops, oil seeds, 
fruits, vegetables, animal 
products, spices, additives, 
beverages etc.; tobacco and 
tobacco products) 


2.7 Pesticides 
2.8 Pharmaceuticals and Cosmetics 


3 Biochemical and Clinical Analysis 
(General, elements, simple body 
substances, amino-acids, peptides, 
proteins, nucleic acids, lipids, 
steroids, hormones, enzymes etc.; 
drugs, toxic substances) 


Author Index 
Subject Index 


For New Equipments and Chemicals 
see back of issues 


